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^closure to ( 


Oogjjnent on Controls 


Paragraph 3 of draft sesor andun clearly raises the 
issue of the difference between tne n itnre and purpose of 
OtG and 0S0 operations. QPC is the clandestine" tool of 
tae foreign policy a-encies of the faverrment. It must, 
o^erexoro, seek and accept policy guidance iron such agencies , 
in Inis case, elate and the Joint Chiefs, as directed 1 a 
10/x, OSJ is a clandestine intelii'-eitco collection stncl 
counter-espionaf ;e activity which is not and should not be 
subject to outszde policy control and v-'dcn has operational 
security considerations of the swat serious t'rne. It is 
how, I believe, almost axiomatic that all cl an destine 
ac id.viui.es of t«ie lovemEjerit rsist have central coordination 
and control. The ?1>C has placed this control function in 
, suoject to trie "policy tuidance n noted above for hpQ, 
xt is ay feeling that policy guidance does not necessarily 
inier any operational control and that the sle too of coor- 
dination and acceptance of outside operational control 
nepends on the nature of the operation as deter lined bv CTa. 
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